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E.O.l 1652: N/A 

TAGS: ENRG, ECEM, CH 

SUBJECT: KELLOGG PLANT CONSTRUCTION 

REF: PEKING 2408 

1. FOURTH KELLOGG PLANT IS LOCATED AT LI CHIA P'U 
(OR LI CHIA T’UN), JUST OUTSIDE OF TS'ANGCHOU, HOPEI. 
CONSTRUCTION OF THE BUILDING FOR THE PLANT IS OVER 
HALF COMPLETED, AND KELLOGG PERSONNEL AND EQUIPMENT 
HAVE ALREADY ARRIVED ON THE SITE. 

2. EIGHTH PLANT WILL APPARENTLY BE LOCATED IN NORTH- 
EASTERN YUNNAN, AND IT AND THE THREE SZECHUAN 
PROJECTS WILL ALL BE WITHIN A 100 MILE RADIUS OF 
LUCHOU PLANT. IT IS NOT CLEAR WHETHER THE YUNNAN 
PLANT WILL USE SZECHUAN GAS AS A RAW MATERIAL OR 
WHETHER THERE IS ANOTHER FIELD IN YUNNAN. 
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